Nixon Hospitalized 
At $1.75 a Day 

United Press International 

It costs President Nixon 
$1.75 a day to ' stay in 
Bethesda Naval Hospital, 
where he is being treated 
for viral pneumonia. 

The Navy said Monday 
that is the going rate for 
the Commander in Chief 
and Naval officers. Enlist- 
ed men are charged noth- 
ing. 


